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THIS IS UNEVALUATED INFORMATION 


1. The headquarters of the Border Guard, and at least a regiment, are 
located in the buildings which formerly belonged to the Inspectors of 
Constabulary and to the Constabulary Legion of Timis. They are 
located at approximately two kilometers northeast of the Timisoara 
railroad station, on the Boulevard of the Heroes of Tisa (Bulevardul 
Eroilor dela Tisa), across from the Bega Sanatorium. 


2, The attached sketch shows the way in which the rooms were assigned 
while the buildings were occupied by the two constabulary units 
mentioned above, 
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Explanation of Sketch Map of Headquarters of the Border Guard --Timisoara 


il. Beonomic Service 
2, Shoemaker 
3. Tailor 
k. Awmory 
5. Stables 
6. Food storage room 
7. Kitchen 
8. Mess hail 
9. Accounting office 
10. Superintendent's office 
Ll. Corridor 
412, Water closet 
13. Corridor 
a4, Dormitories 
15. Dormitories 
16. Commander's Aide 
17. Bureau of Information | 
18. Adjutant 
49. Office of Mcbilization 
20. Commander 
21. Corridor 
22, Archives --Telephones 
23. Commanders living quarters 
24, Storage room 
25. Infirmary 
26. Mobilization and Accounting Office of Constabulary Legion 
7. Administration Office - 
28. Commander of the Legion's Office 
29. Polytechnis Institute 
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